The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



05/24/12 


Stephen Nadeau 

Assistant District Attorney, Bristol County 
Mr. Nadeau, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample #’s 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 076640 






PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laborator 

TeJ (617) 983-6622 ‘ Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 


New Bedford 


Police Reference No. 



Name and Rank of Submitting Officer: Pet Kelly A Almeida 


Defendant(s) Name (last, first, initial): 

_ RESUBMITTAL 


I 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


A) 1-PBw/ 76-Tabs (iO-3060-PR) 

B) 1-PB w/ 445-Tabs (10-3060-PR) 







Received by 


Date 


7-/T- 


Folk OIG PRR 076641 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 

Department of Public Health 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fas (617) 983-6625 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 

8:00-11:00 

DRUG RECEIPT 

9:00-12:00 

2:00-4:00 


1:00-3:00 

City or Department:_ 

New Bedford Police Reference No.:| 



Name and Rank of Submitting Officer: Pet Kelly A Almeida __ 

Defendant(s) Name (last, first, initial): 

RESUBMITTAL 


To he completed by Submtie? he completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Folk OIG PRR 076642 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 



City or Department:_ New Bedford __Police Reference No. 

Name and Rank of Submitting Officer: nst- KPlly a AlmPid* _ 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


2-Tabs {10-3058-PR) 


337-Tabs (10-3061-PR) 






Received by: 



Date: 





























T3o-Aftnec o K 

M&fcjj tjr 16k 0 


DRUG POWDER 


SAMPLE 


No. of samples test 


SIS FORM 

_ , r j r&Lc*. 

AGENCY Ut^D4AWO, analWt -Li\'C_ 


Evidence Wt 


PHYSICAL DESCRIPTION 


X \ tu^eied < Seeded 


'n3\)f\d bVt-VfiU? 


ross Wt { ): 


Gross Wt ( ): 


A __ 

.2-1/? 


p\^ POL' 


t noV 


J>kg. Wt: _ 

m riU 5 G 5 c 

(n.WiUj+o.oi^ 

t bib 


I br^ «-WW* - ^ I* "™ , J 

u~| "X" . „ tou J"x”-i uJkmW Mb" 1 f xbb 7 

hW rcWyze b*>*en 

(O-W v-rt- of biroten i&-to - 0. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis_ 

Froehde's 


Microcrvstalline Tests 


Gold 

Chloride 


TLTA 


OTHER TESTS 


Mecke's 




PRELIMINARY TEST RESULTS 
RESULTS C2XxfP dlM £ 

DATE f) 1 j 6 I 12. 


GC/MS CONFIRMATORY TEST 


RESULTS 



MS 

OPERATOR_ 
DATE 


J^a_ 

vm 


Revised 7/2005 


Folk OIG PRR 076645 



Page 1 of 1 


Drug information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Blue 

Shape: Circle 

Imprint: A; 215 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients; Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thornsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 5/15/2012 


Folk OIG PRR_076646 



























Page 1 of 1 


Drug Information 



DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: m The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M30 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
30 , M 30 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


I 

I 







http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 5/15/2012 


Folk OIG PRR 076648 











DRUG POWDER ANALYSIS FORM 


SAMPLE 

No. of samples tested: 


GENCY 



I ANALYST 
Evidence WL 



PHYSICAL DESCRIPTION: i ^ i^ L / 

-;L vamd biut 4aJok^_S Gr0J 



Gross Wt ( ): 
Gross Wt ( ): 

Pkg, Wt: 


rny, 

i ^ g 3Z ZU 

l\ 2 M Z2a c M tu iZ\to- 
dcm'X"Cord eA -'*- A KC I c 


R 

3 z.i 5 


1 Seeded pb mxU-d a com—-j 

SS fcB£> - dd 

yvoMr aml^^U-W ^4^ 


PRELiMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


Mlcrocrystalline Tests 

Gold 

Chloride 


OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS £)&$C o, d (/} iJL 

DATE 5 if) | 7 


. “5 

h 

17 , 


f 

1 

“T- 


GC/MS CONFIRMATORY TEST 
RESULTS 

MS I/M/" 

OPERATOR L^fTI_ 


DATE 



Revised 7/2005 


Folk OIG PRR 076649 



Page 1 of 1 



DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Blue 

Shape: Circle 
Imprint: A; 215 
Form: Oral Tablet 

Available-Container-Size: Bottle of 

100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients: Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright © 1974-2012 Thomson Reuters, All rights reserved. 



http://www.thomsonhc.com/micromedex2/librarian/PFDefauUActionId/evidencexpert.Dis... 5/15/2012 


Folk OIG PRR_076650 








DRUG POWDER ANALYSIS FORM 


AGENCY 


SAMPLE 

No. of samples tested. vj3 _ £ 

PHYSICAL DESCRIPTION: 

p5q rcvwd 


iPCCk ANALYST 
Evidence Wt 



■Gross Wt ( ) 
GrossWt ( ) 


at 

« 


r VJO'y^J j I V(4 ' u ^ ' \ 

(g) siWj 

VU)V | Za&t ; WZ: ft #£2* v >t3. 3flg 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's__ 

Mecke's 


To4gU - Cy Z^5 ?°\ 

Mlcrocrvstalline TestsV 
Goid 

Chloride_ 

TLTAj_ \ _ 

OTHER TESTS 

■(vcTi 




PRELIMINARY TEST RESULTS 

RESULTS ( ; ')X\fr 6(HtfV { 


DATE 


S fiffllL 


GC/MS CONFIRMATORY TEST 

"' ■ 

RESULTS_ 

CMcqimal 

MS 

OPERATOR_ 

'{p^- — i 

DATE 

ffe \ i7. 




Revised 7/2005 


Folk OIG PRR_076651 






Drug Information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: M The M enclosed In a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M30 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 

30 , M 30 

Form: Oral Tablet 

Availabie-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis.., 5/15/2012 




















Page 1 of 1 


Drug Information 



DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE -10 MG 
ACETAMINOPHEN - 325 MG 


Color: yellow 
Shape: Oval 

Imprint: E; 712; 10/325 
Form: Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 

starch ; Stearic Acid ; colloidal silicon 

dioxide; Croscarmellose 

Sodium ; Crospovidone ; microcrystalline 

cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright© 1974-2012 Thomson Reuters. Ail rights reserved. 



http://www.thomsonhc.com/micromedex2/libiarian/PFDefaultActionId/evidencexpei1.Dis... 5/16/2012 


Folk OIG PRR 076654 

























Page 1 of 1 


Drug Information 



DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE - 10 MG 
ACETAMINOPHEN - 325 MG 


Color: yellow 
Shape: Oval 

Imprint: e ; 712; io/325 
Form: Tablet 

Available-Container-Size: Bottle of 
100, Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 

starch ; Stearic Acid ; colloidal silicon 

dioxide; Croscarmellose 

Sodium ; Crospovidone ; microcrystalline 

cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www, thomsonhc.com/micromedex2/librarian/PFDefaultActionld/evidencexpert.Dis... 5/16/2012 


Folk OIG PRR_076656 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\1\DATA\SYSTEM6 \ 05_1 1J12 \ 82 90 04 . d 
KAC 

17 May 2012 15:22 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TfC; 829004.d\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829004.d Thu May 17 15:35:59 2012 Page 1 


Folk OIG PRR 076657 








Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth■ 
Integrator : 


C :\MSDCHEM\ 1\DATA\SYSTEMS\0 5_17_12\8 2 9 0 0 5.d 
KAC 

17 May 2012 15:38 

OXYCODONE STD 

5 

DRUGS. M 
RTE 


Abundance TIC: 829005.d\data.ms 



Ret. Time Area Area % Ratio % 


6.168 861952 100.00 100.00 


829005.d Thu May 17 15:51:55 2012 Page i 


Folk OIG PRR 076658 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829005.d 

Operator : KAG 

Date Acquired : 17 May 2012 15:38 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

Acquisi tionF4eth: DRUGS . M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 6 * 17 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 




Folk OIG PRR 076659 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


C: \MSDCHEM \ 1 \ DATA \ SYSTEMS \ 0 5_17__12\829006.d 
KAC 

17 May 2012 15:54 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829006.dVdata,ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829006,d Thu May 17 16:07:42 2012 Page 1 




Folk OIG PRR 076660 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\BYSTEMG\05_ll__12\Q29001.d 

Operator : KAC 

Date Acquired : ^^Ma^2012 16:10 

Sample Name : 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


2500000 

2000000 

1500000 

1000000 

500000 

0 



,Tlme-> 2,00 3.00 4.00 5.00 



Ret. Time 


Area Area % Ratio % 


3.594 109049 1.74 1.80 
4.299 104814 1.67 1,73 
6,185 6059441 96.59 100.00 


829007,d Thu May 17 16:23:39 2012 


Page 



Folk OIG PRR 076661 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C: \MSDCHEM\i\DATA\SYSTEM6\05__17_12\829007 , d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth■ DRUGS.M 
Integrator : RTE 


16:10 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3,59 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

95 



n-Hexadecanoic acid 

000057-10-3 

95 



Pentadecanoic acid 

001002-84-2 

87 


Abundance Average of 3.559 to 3.706 min,; 829007.d\data.ms (~) 



Abundance #102725: n-Hexadecanoic acid 



829007.d Thu May 17 16:23:39 2012 Page 2 

y 


Folk OIG PRR 076662 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829007.d 

Operator : KAC 

Date Acquired : 17 May 2012 16:10 

Sample Name : 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4,30 

C:\Database\NIST08.L 





Octadecanoic acid 

000057-11-4 

91 



Pentadecanoic acid 

001002-84-2 

78 



n-Hexadecanoic acid 

000057-10-3 

72 


Abundance Average of 4.258 to 4.499 min.: 829007.d\data.ms (-) 

t T 



Abundance #124560: Octadecanoic acid 



829007,d 


Thu May 17 16:23:39 2012 


Page 3 


Folk OIG PRR 076663 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\M3DCHBM\l\DATA\SYSTEM6\05JL7_12\829008.d 

Operator : KAC 

Date Acquired : 17 May 2012 16:26 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator ; RTE 


Abundance TIC: 829008.d\data.ms 



Ret . Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisifcionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\SYSTEMS \ 05_17__12 \ 8 2 9 0 0 9 , d 
KAC 

17 May 2012 16:42 

BLANK 
KAO 
1 

DRUGS.M 
RTE 


Abundance TfC: 829009.eftdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829009.d 


Thu May 17 16:55:20 2012 


Page 1 


>/ 

Folk_OIG_PRR_076665 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829010.d 

KAC 

17 May 2012 16:58 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


KAC 

10 


AcquisitionMeth : 

DRUGS 

.M 


Integrator : 

RTE 



Abundance 

. . 


6. 

TIC: M9010.dWata.ms 

91 

2500000 



2000000; 





1500000; 





; i oooooo! 





500000 





0 





L T i—i r-r-r-ri • 

1- r--j i-i— t- 

“TT r i * ■ J 

rVn^-r-r^r-r i n i ht-t—| r-- r -r-T—pVT-i ^ 

T\me~> 2.00 J3.00_ 

4,00 

5.00 6.00 7.00 8.00 .9.00 10.00 11.00 12.00 

Ret, Time 


Area 

Area % Ratio % 

6.191 


6186927 

100 , 00 100.00 


829010.d Thu May 17 17:11:09 2012 


Page 


1 



Folk_OIG_PRR_076666 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829010.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 10 

AcquiSitionMeth: DRUGS.M 
Integrator : RTE 


r^4a\^012 16:58 

KAC 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: - 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


0000 7.6 "-42-6 99 1 

000076-42-6 99 

000076-42-6 99 



V 


m lz--> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


829010.d Thu May 17 17:11:09 2012 


Page 2 



Folk_OIG_PRR_076667 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\0 S_1 7_12\829011.d 
KAC 

17 May 2012 17:13 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 829011.d\data,ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829011.d Thu May 17 17:26:57 2012 Page 1 


Folk_OIG_PRR_076668 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829012.d 
KAC 

17 May 2012 17:29 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829012.d\dala.m$ 



Ret. Time 


Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


829012.d Thu May 17 17:42:49 2012 Page 1 

y 


Folk_OIG_PRR_076669 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829013.d 
KAC 

KAC 

13 

DRUGS , M 
RTF 



Time—> _2.00 3.00 ___ 4.00 5.00 6,00 7,00 8.00.... 9,00 10.00 11.00 J2.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.185 

5211598 

100.00 

100.00 


829013,d Thu May 17 17:58:47 2012 Page 1 


Folk_OIG_PRR_076670 








Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829013.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 13 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NI3T08.L 
C: \Database\PMW__T0X2 , L 

Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# 


Qual 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99\S 

000076-42-6 99 

000076-42-6 99 







m/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829013, d Thu May 17 17:58:47 2012 Page 2 

vX 


Folk_OIG_PRR_076671 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\ SYSTEMS \ 0 5_17__12\829014,d 
KAC 

17 May 2012 18:01 

BLANK 
KAC 
1 

DRUGS,M 
RTE 


Abundance TIC; 829014.d\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829014.d Thu May 17 18:14:36 2012 Page 1 

/ 


Folk_OIG_PRR_076672 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\Q5_17_12\829Q15.d 

Operator : KAC 

Date Acquired : 17 May 2012 18:17 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator : RTF 


Abundance TIC; 829015.d\daia.ms 



Ret. Time Area Area % Ratio % 

***NQ INTEGRATED PEAKS* * * 


829015.d Thu May 17 18:30:32 2012 Page 1 

X 

Folk_OIG_PRR_076673 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05__17_12\829016 .d 
KAC 

17 May 2012 18:33 


KAC 
16 

DRUGS.M 
RTE 



Ret, Time 

Area 

Area % 

Ratio % 

6.185 

5931359 

100.00 

100.00 


829016.d Thu May 17 18:46:18 2012 Page 1 


Folk_OIG_PRR_076674 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829016.d 

KAC 

17 May 2012 18:33 



16 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2,L 


PK# RT Library/ ID 


CAS# Qual 


1 

6.19 

C:\Database\NlST08,L 





Oxycodone 

000076“42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Abundance 




80 


60 


40 


20 


42 


Average of 6.109 to 6.397 min.: 829016.dVdata.ms (-) 


70 


65 

.vijll i.f , 


! 8 } 4 9 8 


115 140 

128 

iU 


230 


201 


187 


161 175 ,1 214 

i Qilji. /1? ,411 .^.i. 


258 

244 |, 272 286 3 ?° 


JL 


i | y i j j v 1 j Vt' r |'Y^ - u r l, ; T :, ‘ | ‘r 1 'i' ; ‘i '‘f- y ' i ’r'T ' '! 7 i r-y i‘i i > ’ j i rr~t j - 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 _ 260 2_80 300 320 




329 


Abundance 


80 


60 


40 


20 


#148102: Oxycodone 


m/z~> 


230 


42 7 

1 65 

Ji , Ih ..... 

0 115 U 

84 98 128 j 

i.J. . LlUJ...*!. UH.-., M 

10 2C 
” m .75 ’,f | 

b\».. . Jt 

>1 

214 

L .Ji, J 

258 

1. 244 l. 2 .7 2 286 3< ?° j 

1 

L _ . 

" j i i i » | i ■ i t| n t i j iiTi | i i j i j 

40 60 80 100 120 U 

• i i « ! j i i p i j j r1 » [ i i ri j i i i i j . n i j r i i i j i ii r f i i j i j i f i 

10 160 180 200 220 240 260 280 300 320 


829016.d Thu May 17 18:46:18 2012 Page 2 



Folk_OIG_PRR_076675 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\05_17__12\829017 .d 

KAC .. 

17 May 2012 18:49 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC: 829017,d\daia.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829017.d Thu May 17 19:02:14 2012 Page 1 


Folk_OIG_PRR_076676 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829018.d 

KAC 

17 May 2012 19:04 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: S29018.d\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


829018.d Thu May 17 19:18:05 2012 Page 1 


1 / 

Folk_OIG_PRR_076677 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17JL2\829019.d 
KAC 

17 May 2012 19:21 


KAC 
19 

DRUGS.M 
RTE 



Ret, Time 


Area Area % Ratio % 


3.594 
4,299 
6.191 


166654 2,46 2,58 

152852 2.26 2.37 

6454857 95,28 100.00 


829019.d Thu May 17 19:34:20 2012 


Page 1 




Folk_OIG_PRR_076678 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829019.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted -by 
Vial Number : 19 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


17 May 2012 19:21 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \ Da t aba s e \ PMW__TOX 2 . L 


PK# RT Library/ID CAS# Qual 


1 3.59 C:\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057 ~10-3 

98 

n-Hexadecanoic 

acid 

000057-10-3 

91 

Pentadecanoic , 

acid 

001002-84-2 

87 


Abundance 


Average of 3.565 to 3.741 min.: 82901 Q.cKdata,ms (-) 



Abundance #102726: n-Hexadecanoic acid 



829019, d Thu May 17 19:34:20 2012 Page 2 


Folk_OIG_PRR_076679 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

_12\829019.d 

Operator 

KAC 


Date Acquired 

17 May 2012 19:21 


Sample Name 

HHMH 


Submitted by 

KAC 


Vial Number 

19 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTF 


Search Libraries : C:\Database\SLI.L 

Minimum Quality: 80 


C: \Database\NIST0.8 . L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


2 4.30 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

97 

Octadecanoic 

acid 

000057-11-4 

95 




829019.d Thu May 17 19:34:20 2012 Page 3 


y 

Folk_OIG_PRR_076680 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

12\829019.d 

Operator 

KAC 


Date Acquired 

17 May 2012 19:21 


Sample Name 



Submitted by 

KAC 


Vial Number 

19 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMWJTOX2 .L 


PK# RT 

Library/ID 

CAS# Qual 


C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42“6 99\y J 

000076-42-6 99 

000076-42-6 99 


Abundance 


Average of 6.126 to 6.444 min.: 829019.dVdata,ms (-) 


20 42 116 HO 18? 201 ^ 

57 84 98 7 8 159 ™ || ,< ^j 7 ,, 244 ! 


244 272 287 3 ?° 


m/z-“> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


#148102: Oxycodone 


80] 

60 

40 230 

20 4 | 2 70 115 140 2? 1 258 

5 , 5 84 98 128 159 175 ig 2 ]4 2 44 I, 272 ?RR 300 

0 1 ■ ‘ I '**“ >4 ^1“ 1 l’* 11 ' ^ ‘ P* 1 ' 1 “ r ^i' 'i'^’I-hA' 1 [ r ^ ! 'l 1 " I | I l‘H i"i i I ' fn 

m lz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829019 .d 


Thu May 17 19:34:21 2012 


Page 4 


Folk_OIG_PRR_076681 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\HSDCHEM\l\DATA\SySTEM6\05_17__12\829020.d 

Operator : KAC 

Date Acquired : 17 May 2012 19:36 

Sample Name : BLANK 

Submitted by ; KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 829020.6\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829020.d Thu May 17 19:50:02 2012 Page 1 


Folk_OIG_PRR_076682 








Area Percent / 


Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM6\05_17JL2\829021. d 

Operator : KAC 

Date Acquired : 17 May 2012 19:52 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : l 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIC: 829021.d\daia.ms 



Ret, Time Area Area % Ratio % 

** *NO INTEGRATED PEAKS*** 


829021,d Thu May 17 20:05:48 2012 


Page 



Folk_OIG_PRR_076683 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHBM\l\DATA\SYSTEM6\05_17JL2\829022.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 22 

AcquisitionMeth : DRUGS.M 

Integrator : RTE 


^jay 2012 20:08 



Ret. Time 

Area 

Area % 

Ratio % 



6.185 

5671846 

100,00 

100.00 




829022 *d Thu May 17 20:22:00 2012 


Page 1 


Folk_OIG_PRR_076684 








Area Percent; / Library Search Report 


Information from Data File: 


Pile Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

12\829022.d 

Operator 

KAC 


Date Acquired 

17 May 2012 20:08 


Sample Name 



Submitted by 

KAC 


Vial Number 

22 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PKff RT 

Library/ID 

CAS# Qual 


1 6,19 C:\Dafcabase\NI3T08.L 

Oxycodone 000076-42-6 9 9\S 

Oxycodone 000076-42-6 99 

Oxycodone 000076-42-6 .9 9 


Abundance 

80 

60 

40 

20 

O' 


Average of 6,128 to 6:379 min.: 829022.d\data,ms (>) 


230 


44 


70 


55 


84 98 

JU* 


115 140 

128 

LjkJ 


201 


188 


215 


1t>1 '' p h |i,| ,j 

m/z-> 40 60 80 100 120 140 160. 180. 200 220. 240_ 260 280 300 320 


268 


2f4 i 272 287 


300 


329 



829022 .d 


Thu May 17 20:22:00 2012 


Page 


2 



Folk_OIG_PRR_076685 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829023.d 
KAC 

17 May 2012 20:25 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance T!C: 829023.d\data.ms 



2.00 __ 3,00__ 4X50 5,00_ 6^00 7.00__ 8.00 9.00 JD.0011.00 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


829023.d Thu May 17 20:38:12 2012 Page 1 

/ 


Folk_OIG_PRR_076686 








/ Library Search Report 


Area Percent 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829024.d 

Operator : KAC 

Date Acquired : 17 May 2012 20:41 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TfC; 829024.dVdaia.ms 



Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS* * * 


829024.d Thu May 17 20:54:23 2012 Page 1 

y 


Folk_OIG_PRR_076687 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829025.d 
KAC 

17 May 2012 20:57 


KAC 

25 

DRUGS.M 
RTE 



Time~>2.00 3,00 4.00 5,00 6,00 7.00 8.00 9.00 10,00 11.00 J2.00 


Ret. Time 


Area Area % Ratio % 


6.191 


7025818 100,00 100.00 


829025.d Thu May 17 21:10:07 2012 


Page 1 


Folk_OIG_PRR_076688 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\ SYSTEMS \ 0 5__1 1 __X2 \ 8 2 9 0 2 5 . d 
KAC 

17 May 2012 20:57 


KAC 
25 

DRUGS.M 
RTS 


Search Libraries; C;\Database\SLI. L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 

CAS# 

Qual 

1 6.19 C:\Database\NISTQ8.L 


/ 

Oxycodone 

000076-42-6 

99 ^ 

Oxycodone 

000076 -4 2-6 

99 

Oxycodone 

’000076-42-6 

99 


Abundance 


Average of 6.115 to 6-444 min.: 829025,d\data. ms (-) 



m/z~> 


40 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 


829025.d Thu May 17 21:10:07 2012 Page 2 



Folk_OIG_PRR_076689 





Area Percent / Library Search Repeat 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829026.d 
KAC 

17 May 2012 21:12 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC; 829G26.d\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829026, d Thu May 17 21:25:56 2012 Page 1 


Folk_OIG_PRR_076690 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829027.d 
KAC 

17 May 2012 21:28 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829027.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


82 9027 *d Thu May 17 21:41:37 2012 Page 1 


Folk_OIG_PRR_076691 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05__17_12\829028.d 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


17 May 2012 21:44 


Abundance 

3000000 


2000000 


1000000 


0 


TiC; 829028.d\data.ms 


6. 

91v^ 


V 


Time-> 2-00 


3-00 


‘ 1 “ 

4-00 5.00 


6.00 


7.00 




H r i r r~j j (—r j j i r—r-n f - 
9.00 10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 


6,191 

7117646 

100,00 

100,00 



829028.d Thu May 17 21:57:21 2012 


Page 1 



Folk_OIG_PRR_076692 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829028.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


17 May 2012 21:44 


Search Libraries: 


C;\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual 

1 6,19 C:\Database\NIST08.L 


/ 

Oxycodone 

000076 -42 ~ 6 

99 iX 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 1 


Average of 6.109 to 6,456 min,: 829028.d\data,ms (-) 


315 


230 


42 


70 


55 


84 98 


115 140 

128 


201 
187 

159 1^5 fji 

..’111 


ft I ¥ P[ W . 


216 

A-W 


258 


244 


272 287 

-rf r - rii - 


300 


i 329 


- TTT - c 1 } r rT'T 'jTf 1 / -rp i l- i 1 ‘ f - r - r rrr 

m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 

80 

60 

40 

20 

0 ] 

m/z-> 


#148102: Oxycodone 


230 


42 


70 


55 


201 


84 98 


JiU.U 


214 


I] 5 140 1R7 

1 ™ 159 l/S 1 ,? 7 

, rVp ,*t , pl- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


258 

244 | 272 286 300 


I T i -rr i L i I I f 


829028.d Thu May 17 21:57:21 2012 Page 2 


Folk_OIG_PRR_076693 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File; 

C;\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\82 9 0 2 9.d 
KAC 

17 May 2012 22 : 00 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC: 829Q29.d\data,ms 



Ret, Time Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


829029.d Thu May 17 22:13:10 2012 Page 1 


/ 

Folk_OIG_PRR_076694 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 12\829030.d 

Operator 

KAC 

Date Acquired 

17 May 2012 22:15 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC: 829030.didata ms" 



0^|—i — i — i ~t — f i 'i — i — i — j-r-.—i — i — I—r-T—i—i [ r i "f i j r ~t r i | l r rnr j t< r j i r < *t f ' 7 T TTf 1 ' ' v I 

Tirne~> 2.00 _ 3.00 4.00 5.00 _6.00 7.00 8.00 9.00 10.00 11.00 .12..00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829030,d Thu Nay 17 22:28:51 2012 


Page 1 



Folk_OIG_PRR_076695 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829031.d 
KAC 

17 May 2012 22:31 


KAC 
31 

DRUGS.M 
RTE 



Time~> _2,00 3,00 4.00 5.00 6.00 7,00 8.00 9.00 10,00 11,00 ± 2,00 


Ret * Time 


Area Area % Ratio % 


2.748 175473 11.83 13.41 

6,168 1308242 88.17 100.00 


829031.d Thu May 17 22:44:39 2012 Page 1 


FolkJDIG PRR 


vX 

076696 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

12\829031.d 

Operator 

KAC 


Date Acquired 

17 May 2012 22:31 


Sample Name 



Submitted by 

KAC 


Vial Number 

31 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Dafcabase\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2,L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 2.75 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

91 

Acetaminophen 

000103-90-2 

90 


Abundance Average of 2.707 to 2,966 min.: 82903 l.d\data.nis (-) 



829031.d Thu May 17 22:44:40 2012 Page 2 



Folk_OIG_PRR_076697 








Area Percent / Library Seairch Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829031.d 
KAC 

17 May 2012 22:31 


KAC 

31 

DRUGS.M 
RTB 


Search Libraries: C:\Database\SLI .h 

C:\Database\NIST08.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

6.17 

C:\Database\NIST08.L 
Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 

000076-42-6 

000076-42-6 

99 i/" 
99 

99 


Abundance 

80 

80 

40 

20 

0 


Average of 6,121 to 6.326 min.: 82903Ld\data.ms (-) 


230 


70 


44 


38 

nil :u, 


115 


84 

r rili- (il. 1.1 li. 


140 


201 


128 

L 


, 159 


175 


187 


215 




1 *t i i i ~T " ? — v r j~ i i 'T i y r"l u T- a rC vr'r i yrri n'- pr ' i "T'| V T> r r| "> i ' ! j i i i *r 'j i r ( i j ' r ^ i i r | L i i v ' i 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


258 

244 || 272 286 3 ?° 



829031.d Thu May 17 22:44:40 2012 


Page 3 






\/ 


Folk_OIG PRR 076698 












Area Percent / 


Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Abundance TIC: 829032.d\data,ms 



* * *N0 INTEGRATED PEAKS* ** 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829032.d 
KAC 

17 May 2012 22:47 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


829032.d 


Thu May 17 23:00:26 2012 


Folk_OIG_PRR_076699 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\MSDCHEM\1\DATA\SYSTBM6\05 17 12\829033.d 

Operator 

KAC 

Date Acquired 

17 May 2012 23:03 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 829033,d\data.m$ 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829033.d Thu May 17 23:16:10 2012 


Page 1 



Folk_OIG_PRR_076700 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\M3DCHEM\l\DATA\SYSTEM6\05_17_12\829034,d 

Operator : KAC 

Date Acquired : 17 May 2012 23:18 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundanca 

500000 
400000 
300000 
200000 
100000 
oh ■ -r ■ 1 

Time-‘> 2.00 3.00 


TIC: 829034.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 



6.168 

1102680 

100.00 

100,00 








Folk_OIG_PRR 076701 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired. : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth; 
Integrator ■ : 


Data File: 

C:\M3DCHEM\1\DATA\SYSTEMS\05_17_12\829034„d 
KAC 

17 May 2012 23:18 

OXYCODONE STD 

5 

DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08*L Minimum Quality: 80 

. C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.17 

C:\Database\NIST08.L 





Oxycodone 

000076 - 42 - 6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



80 

60 

40 

20 

20 40 60. _80 100 120 140_ 160 180 200 220 240 260 280 J5Q0 


42 


15 28 

I it- 


70 


55 ^ 


115 


. 84 

XAlkiji 


128 

Ju 


230 


140 187 

159 ™ J 


201 


215 

J 


258 


244 


3 5 


2T 2 286 3 i° 


829034.d Thu May 17 23:32:06 2012 Page 2 



Folk_OIG_PRR_076702 









Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\829035,d 

KAC .“ 

17 May 2012 23:34 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC; 829035.d\dafa,ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829035.d 


Thu May 17 23:47:52 2012 


Page 1 


Folk_OIG_PRR_076703 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05JL7_12\8 2 903 6.d 
KAC 

17 May 2012 23:50 

BLANK 
KAC 
1 

DRUGS , M 
RTF 


Abundance TIC: 829036.d\data.m$ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829036.d Fri May 18 00:03:38 2012 Page 1 


Folk_OIG_PRR_076704 







Area Percent. / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829037.d 

Operator : KAC 

Date Acquired : 18 May 2012 00:06 

Sample Name : WSKHKKKM 
Submitted by : KAC 
Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



829037.d 


Fri May 18 00:19:22 2012 



Folk_OIG_PRR_076705 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 

17 12\829037.d 

Operator 

KAC 


Date Acquired 

18 May 2012 00:06 


Sample Name 



Submitted by 

KAC 


Vial Number 

37 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE. 


Search Libraries; C: \Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08 .h 

Minimum Quality: 80 


C: \Database\PMW_T0X2 . L 


PK# RT 

Library/ID 

CAS# Qua! 


I- 2.75 C:\Database\NIST08.L 
Acetaminophen 
Acetaminophen 
Acetaminophen 


000103-90-2 97 
000103-90-2 95 
000103-90-2 91 


Abundance 


80 


60 


40 


20 


m/z~> 


Average of 2.701 to 2.942 min.: 829037.dldata.ms (-) 

169 


43 


80 


36 


TT } < 1 

36 


AH- 


53 


65 


40 45 50 55 60 65 


74 


I j i i i 1 1 n ) / ( * u n j i i h ( n i i p rr r]-rr rt 

' ' 70 


4tr 


91 


151 


120 


135 


pHT T-j - r i i T|~m i ) i n f ( u n f 11111 n r i'- p -T 1 1 j rrrr ] 11 rrp-n i j i n 

75 80 86 90 95 100105 110 115 120 125 130 135 140 145 150 155 


Abundance 


#24380: Acetaminophen 



829037.d Fri May 18 00:19:22 2012 Page 2 


y 

Folk_OIG_PRR_076706 









Area Percent / Library Search Report 


Information from Data File: 

File Name :• C:\MSDCHEM\l\DATA\SYSTEM6\05_17_I2\829037.d 

Operator : KAC 

Date Acquired ; 18 May 2012 00:06 

Sample Name : 

Submitted by - : KAC 
Vial Number : 37 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

6 ,17 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 99 / 

000076-42-6 99 

000076-42-6 99 

Abundance 


Average of 6.115 to 6.373 min,: 829037.d\data,ms {-) 


315 


80 

00 

40 

20 


m iz~> 


44 


70 


55 

.J L 


40 




230 


115 


84 | 


140 


201 




128 

JlL 


187 


161 


175 


214 


258 


60 80 100 120 140 160 180 200 


220 


244 

i. 


272 286 


300 




240 260 280 300 



829037.d 


Fri May 18 00:19:22 2012 


Page 3 


Folk_OIG_PRR_076707 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829G38.d 
KAC 

18 May 2012 00:21 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance TIC: 829038.6\data.ms 



Ret- Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829038.d Fri May 18 00:35:08 2012 Page 1 



Folk_OIG_PRR_076708 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829039,d 

Operator ; KAC 

Date Acquired : 18 May 2012 00:37 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : l 

AcquisitionMeth: DRUGS.M 

Integrator : RTF 


Abundance TIC: 829039.d\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS * * * 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\1\DATA\SYSTEM6 \ 0 5_17_12 \ 829040.d 
KAC 

18 May 2012 '00:53 


KAC 
40 

DRUGS.M 
RTE 


Abundance 

30000oi 


6. 


TIC: 829040.dWata.ms 

162,X 


200000 


100000 


2.754 


Time~>_2.00 

3,00. 

r-r i '' r ' 
4.00 

‘ ’ t > *" T '< ) ' 
5.00 6.00 

■! "( s"T r-n 

7.00 

n~ r ' n ~ r l'“ n j '• 1 rr-r-iT-r , r i ft i r-q 

8.00 9.00 10,00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

2.754 



153916 

20.41 

25.65 

6.162 



600176 

79.59 

100.00 


829040.d Fri May 18 01:06:36 2012 Page 1 


y 

Folk_OIG_PRR_076710 




U-Z9Z0 dHd 010 >l|Od 





{-) siu'8jep\p 0W628 : u)ut 1.06 2 QIZOZZJQ s68J9av 


souepimqy 


06 2-06-COIOOO _ usqdouxiireqao'y 
16 2-06-SOIOOO uaqdouxmeqaoy 
S6 2-06-C0I000 uaqdouxuieqsoy 

T80iSIN\asBqeqea\ SL'Z I 


T^nO #STO QI/AjBjqia xy #>ia 

T 2X0J, _ MWd\aseq5qea\ : 0 
08 = AqT-[-en<5 uiruuxuxw T 80 iSIN\ 3 seqBqHa\ : 0 

08 :AqTXBn0 umuixuxw T ns\3seq-eqea\ : 0 : saxxejqxq qoxess 


3iH = aoqeabsqui 

wsonna iinswuoxqxsxnbov 

0f> : asquinN ibxa 

: Aq paqqxmqns 

mm : 9U112N SxduiHg 

£S ; 00 ■■ paaxnboy aqea 

DVM : aoqeasdo 

P'0£06Z8\2T ZT SO\9WaiSAS\ViVa\X\WaHOaSW\ ; 3 : 3U19N 9XTd 

•• »XTd uiojrj uoxqeui^ojux 


qaodsH qo^eas Axeaqxq / quaoasd eaay 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1 \DATA\ S Y STEM 6 \0 5_1 112 \829040.d 
KAC 

18 May 2012 00:53 


KAC 
40 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 8 0 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 6.16 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 v' 

000076-42-6 99 

000076-42-6 99 



/ 


829040 .d 


Fri May 18 01:06:36 2012 


Page 3 



Folk_OIG_PRR_07671 2 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\8 2 9 0 41.d 
KAC 

18 May 2012 1:09 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829041,d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829041.d Fri May 18 01:22:21 2012 Page 1 

/ 

Folk_OIG_PRR 076713 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829042.d 
KAC 

18 May 2012 1:25 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance 


TIC: 829042,dWata.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


829042.d Fri May 18 01:38:10 2012 


Page 1 



Folk_OIG_PRR_076714 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17JL2\829043.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTS 


_U^lay2G12 1:40 



; Time «> 2.00 3 . 00 _ 4.00 5.00 6.00 7.00 6.00 9.00 10^00 11.00 12.00 


Ret. Time Area Area % Ratio % 


2.754 131835 11.98 13.62 

6.162 968301 88.02 100.00 


829043.d Fri May 18 01:53:56 2012 Page 1 



FolkJ3IG__PRR 076715 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829043.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


1:40 

KAC 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 

CAS# 

Qual 

1 2.75 C:\Database\NIST08,L 



Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

91 

Acetaminophen 

000103-90-2 

90 


Abundance Average of 2.707 to Z936 min,: S29043.d\dafa,ms (-) 

I 109 


80 



m/z~> 10 20 30 40 50_ 60 __ 70 80 90 _ 100 110 120 130 140.150 

Abundance #24381; Acetaminophen 



m/z~> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 


829043-d Fri May 18 01:53:56 2012 Page 2 



Folk_OIG_PRR_076716 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEMS\05 

17 12\829043.d 

Operator 

KAC 


Date Acquired 

18 May 2012 1:40 


Sample Name 



Submitted by 

KAC 


Vial Number 

43 


Acquis!tionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


6.16 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 6.121 to 6,366 min,: 829043.d\data.ms (-) 



m/z~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829043 .d 


Fri May 16 01:53:56 2012 


Page 


3 



Folk_OIG_PRR_076717 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C;\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829044,d 
KAC 

18 May 2012 1:56 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829044.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


829044.d Fri May 18 02:09:42 2012 Page 1 



Folk_OIG_PRR_076718 










Area Percent / Library Search Report 


Information from 
File Name ; 

Operator ; 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829045.d 

KAC 

18 May 2012 2:12 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance 


TIC: 829045.dklata.ms 



Tlme-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829045.d Fri May 18 02:25:22 2012 Page 1 



Folk_OIG_PRR_076719 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator' 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829046.d 

KAC 

18 May 2012 2:27 


KAC 
46 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

2.754 

138401 

14.53 

16.99 

6,162 

814365 

85,47 

100.00 


829046,d 


Fri May 18 02:41:06 2012 


Page 1 




v/ 

Folk_OIG PRR 076720 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEMS\05 17__12\829046 .d 
KAC 

18 May 2012 2:27 

KAG 

46 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


Library/ID 

CAS# 

Qual 

C:\Database\NIST08.L 



Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

90 

Ac e taminophen 

000103-90-2 

90 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 


829046.d Fri May 18 02:41:06 2012 Page 2 



Folk_OIG_PRR 076721 














Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829046.d 

Operator : KAC 

Date Acquired : 18 May 2012 2:27 

Sample Name ; 

Submitted by r KAC 

Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMWJFOX2.L 

PK# RT Library/ID CAS# Qual 


6.16 C:\Database\NIST08,L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 
000076-42“6 
000076-42-6' 





828046, d Fri May 18 02:41:06 2012 Page 3 



Folk OIG PRR 076722 













Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_JL7_12\829047.d 

Operator ; KAC 

Date Acquired : 18 May 2012 2:43 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIG: 829047.dldata.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


829047.d Fri May 18 02:56:52 2012 Page 1 



Folk OIG PRR 076723 









Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\ 1 \DATA\SYSTEM6\05_17_12\829048.d 
KAC 

18 May 2012 2:59 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance TIG 829048.d\daia.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829048.d 


Fri May 18 03:12:34 2012 


Page 



1 



Folk OIG PRR 076724 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ci\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829049,d 
KAC 

18 May 2012 3:15 


KAC 

49 

DRUGS.M 
RTE 


Abundance 

200000 


150000 


100000 


50000 


2.754 


O^rr- 
Time-> 2.00 


JL 


3.00 


i i | i 

4.00 5,00 


6. 


TIC; 829049,d\dala.ms 

62 y 


6.00 


"r-j-r-t- 

7.00 


TJTTT 

8.00 


i | i i —r - t—]— i— 
9.00 ICiOO 


11.00 


n—? j r—i 

12.00 


Ret. Time 

Area 

Area % 

Ratio % 

2.754 . 

130550 

25,09 

33.49 

6,162 

389874 

74.91 

100.00 


829049.d Fri May 18 03:28:19 2012 Page 1 



Folk OIG PRR 076725 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829049.d 

Operator : KAC 

Date Acquired : 3 ;15 

Sample Name ; 

Submitted by : KAC 

Vial Number 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Librarie 

s: C:\Database\SLI.Ii 

C:\Database\NIST08.L 

C: \Database\PMW_TOX2 , L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qua! 

1 

2.75 

C:\Database\NIST08.L 
Acetaminophen 

Acetaminophen 

Acetaminophen 

000103-90-2 95 
000103-90-2 91 
000103-90-2 91 


Abundance Average of 2.719 to 2.913 nrtn.: 829049.dWata.rns (-) 

j 1(j>9 



829049.d Fri May 18 03:28;19 2012 Page 2 


Folk OIG PRR_076726 










Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829049.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 4.9 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


.3:15 

KAC 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


2 6.16 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 

000076-42-6 

000076-42-6 


99 y 

99 

98 





/ 


Folk OIG_PRR_076727 


829049.d 


Fri May 18 03:28:19 2012 


Page 3 









Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired : 

Sample Name ; 

Submitted by : 

Vial Number : 

AcquisitionMeth; 
Integrator ; 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\S29050.d 

KAC 

18 May 2012 3 : 30 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance TIC: 829050 d\data!ms 



Time :: > 2.00 3T0_. 400 5.00. 6.00 7.00 &00 9,0010,00 _11.0p JZ00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829050.d 


Fri May 18 03:44;05 2012 


Page 1 


Folk_OIG_PRR_076728 






Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829062.d 
KAC 

18 May 2012 6:40 

BLANK 

2 

DRUGS. M 
RTE 


Abundance TiC: 829662.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


829062,d 


Fri May 18 06:53:27 2012 


Page 1 


Folk_OIG_PRR_076729 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abundance 


C:\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829063,d 
KAC 

18 May 2012 6:56 

OXYCODONE STD 

5 

DRUGS.M 
RTE 


TtC: 829063.d\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.168 

1208104 

100.00 

100.00 


i 

i 


Folk_OIG_PRR_076730 


929063-d 


Fri May 18 07:09:15 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 

17 12\829063.d 

Operator 

KAC 


Date Acquired 

18 May 2012 6:56 


Sample Name 

OXYCODONE STD 


Submitted by 



Vial Number 

5 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Databa se\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 6.17 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 




j 


9 063 ,d 
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